We are an online service that provides precise football predictions and football betting 
tips to its users. 

We provide soccer predictions for all the popular leagues in the world, such as the 
Bundesliga and the Premier League, La Liga, Serie A, Ligue 1 to name but a few. 

Our average accuracy is as high as 85 - 90%, We use relevant statistics and trends to 
determine our predictions. 

But there is no absolute assurance that everyone can win in sports betting but with the 
application of our risk management strategy, you are guaranteed more profits than 
losses. 

Every week, we provide soccer betting tips and predictions for over fifty football 
leagues based on their statistics and hard data, making Solopredict, the best football 
prediction site of the year 2019. 

We also love to blog about everything football betting and is updated on the latest 
happenings in the soccer world, betensured both team 
betensured both team score 



